APPENDIX II

overlapping pictures. Since a study of the contour map of the district
so far as is known, reveals vast and precipitous changes in ground level
a stereoscopic inspection of the photographs obtained should prove of
immense interest.

Both aircraft were similarly equipped, and., in addition to the survey
camera, carried two cameras for oblique pictorial photography, viz., a
Williamson P. 14, taking 5 inch x 4 inch plates, and a small standard pistol
camera taking 3^ inch x 2 J inch plates. The fact that the latter was used
without any heating arrangements or special preparation and was, in fact,
delivered " off the shelf" at the last moment, speaks volumes for the
value of Louvre shutters.
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